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12 August 1958 


CONTRACT APPROVAL RO. 7 
Contract So. SP-1917 


Esferenoe Is mads to jroer letter dated 26 February 1958 
to ths Contracting Officer, subjects Volta Recording on System 1. 

Tom ara ha re by authorised to share* to Contract So. 5P-1917 
the cost of flat kits to provide for seise reeordin* on pretest 1. 
These kits, total tost of which is sstinatod at 11,380.00, should 
bt retained by the contractor for subsequent installation on P0C 
aircraft. 


STATINTL 

Authorised Representative 
of the Contracting Officer 
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